UnoadaieAA^ Moi&i cMatel 

U S. 54, Junction By Pass 66 
Phone 7638 Springfield, Illinois 
Approved, State Inspected AA 
Member, Best Western Motels 
Extra Fine None Better 
Rest In Best 

Witt Workman, Owner — Mr. (j Mrs. Lamar, Managers 
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BROADVIEW MOTOR COURT 
U.S. 54, Junction By Pass 66 
SPRINGFIELD, ILLINOIS 







